Brief comment text:

As an Amateur Extra operator (KN4UUI) and user of this spectrum, I am very concerned about licensing changes to the 900 MHz band.  First, it is absolutely unnecessary - there are already multiple effective dedicated PNT solutions already on the market (domestic GPS and allied Galileo, but both GLONASS and BeiDou also work world wide).  Additionally, other existing systems, like StarLink or 3GPP (LTE), have PNT capabilities, even if they are not implemented yet.  Adding another user that only provides PNT, is not a reasonable use of the limited spectrum.
Secondly, their assertion that a 900 MHz PNT solution could meet the commission's indoor location requirement is not realistic.  As someone who is responsible for indoor RF coverage in multiple buildings over 750,000 ft2 each, including both multi-story and monolithic structures, the concept that 900 MHz at low power would penetrate where I can't get 450 MHZ at 50 watts EIRP to penetrate is insane. I already have experience with LoRaWAN in these structures, and using that band for indoor PNT is not feasible.
Consequently, since there are already plenty of systems that provide PNT, or that could be adapted to provide PNT, and that this solution won't work for what they are proposing, I am opposed to this rule change.
